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CONFIDENTIAL 

PAGE 01 STATE 064547 

13 

ORIGIN COME-OO 

INFO OCT-01 CIAE-00 DODE-OO EB-11 INR-10 NSAE-00 RSC-01 

TRSE-00 EUR-25 AEC-11 ADP-00 /059 R 

DRAFTED BY COMMERCE/ OEC: MKRAVETZ: MAR 
4/6/73 EXT 22698 

APPROVED BY EB/ ITP/ EWT: JMGREGORY, IR. 

EB/ ITP/ EWT: LLESE 
RPE 

004072 

R 062355 Z APR 73 
FM SECSTATE WASHDC 
TO USMISSION OECD PARIS 

CONFIDENTIAL STATE 064547 

EXCON 

EO 11652: XGDS-1 

TAGS: ESTC, COCOM, US, PL 

SUB J : US ELECTRIC MEASUREMENT INSTRUMENTS TO POLAND - 
IL 1529 

REFS: A. OECD PARIS 9301 

B. COCOM DOC(73)480 

C. STATE A-2083 

1. RE PARA 1 REF. A, EVEN THOUGH THESE INSTRUMENTS CAN BE 
USED FOR TESTING SEMICONDUCTORS, THEY ARE GENERAL PURPOSE 
INSTRUMENTS AND HAVE OTHER USES. WE THEREFORE BELIEVE 
THEY ARE COVERED BY IL 1529. 

2. RE PARA 3 REF. A, USDEL' S STATEMENT TO GERMAN DEL 
CORRECT. ROGERS 
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